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24 July 1970 


STATINTL 

TO: 


Dear Burt, 

Attached is a copy of letter from | |requesting permis^^ATINTL 
to maintain documentation for acceptance of EMR systems at their 
plant . 

This is to advise you that the SPO has no objections from 
our standpoint. Provided you do not need the documentation for 
your files, please advise the Contractor that he may maintain the 
documentation at his plant and destroy said documentation at the 
completion of its use directly at his plant. 


STATINTL 


1 Atch 
a/ s 
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